To:  Bahrman,  Sarah[Bahrman. Sarah@epa.gov] 

Cc:  Drissel  - CDPHE,  Heather[heather.drissel@state.co.us];  Jennifer  Robinett  - 

CDPHE[jennifer.robinett@state.co.us];  Tyson  Ingels  - CDPHE[tyson.ingels@state.co.us];  Greg  Naugle  - 
CDPHE[greg.naugle@state.co.us];  Patrick  Pfaitzgraff-  CDPHE[patrick.j.pfaltzgraff@state.co.us];  Emily 
Clark  - CDPHE[Emily.Clark@state.co.us];  Margaret  Talbott  - CDPHE[margaret.talbott@state.co.us]; 
Kahn,  Lisa[Kahn. Lisa@epa.gov] 

From:  Falco  - CDPHE,  Ron 

Sent:  Wed  8/12/2015  3:08:56  PM 

Subject:  Re:  Gold  King  Update  - PWS  Update  - Animas  Water  Company  and  Glacier  Club 

Hi  Sarah, 

Sorry  if  we  did  not  get  back  to  you  on  this  yesterday.  Crazy  day.  We  are  conducting 
more  follow-up  on  water  systems  today  and  tomorrow.  We  talked  to  Durango  yesterday. 
Are  you  in  Durango  or  Denver.  I am  still  in  Denver.  I will  call  you  on  your  cell  later  today. 
Thanks. 

On  Tue,  Aug  1 1,  2015  at  1 :41  PM,  Bahrman,  Sarah  <Bahrman-Sarah@epa.gov>  wrote: 

Hi  all  - 

Any  updates  on  Glacier  Club? 

Thanks 


Sarah  E.  Bahrman  | Acting  Director,  Water  Program  | U.S.  Environmental  Protection 
Agency  - Region  8 

(p)  303.312.6243  | (c)  303.903.8515  | (f)  877.876.9101 


From:  Bahrman,  Sarah 

Sent:  Monday,  August  10,  2015  5:40  PM 

To:  'Drissel  - CDPHE,  Heather';  Ron  Falco  - CDPHE;  Jennifer  Robinett  - CDPHE;  Tyson 
Ingels  - CDPHE;  Greg  Naugle  - CDPHE;  Patrick  Pfaitzgraff  - CDPHE;  Emily  Clark  - 
CDPHE;  Margaret  Talbott  - CDPHE 

Subject:  RE:  Gold  King  Update  - PWS  Update  - Animas  Water  Company  and  Glacier  Club 


Hi  all  - 

Thanks  so  much  for  the  coordination  to  date.  Could  I get  an  update  on  the  Glacier  Club 
system?  No  rush,  but  if  I could  get  an  update  Tues  morning  or  mid-day  that  would  be 
great. 
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Thanks! 


Sarah  E.  Bahrman  | Acting  Director,  Water  Program  | U.S.  Environmental  Protection 
Agency  - Region  8 

(p)  303.312.6243  | (c)  303.903.8515  | (f)  877.876.9101 


From:  Drissel  - CDPHE,  Heather  [mailto:heather.drissel@state.co.us1 

Sent:  Friday,  August  07,  2015  12:18  PM 

To:  Bahrman,  Sarah;  Ron  Falco  - CDPHE;  Jennifer  Robinett  - CDPHE;  Tyson  Ingels  - 
CDPHE;  Greg  Naugle  - CDPHE;  Patrick  Pfaltzgraff  - CDPHE;  Emily  Clark  - CDPHE; 
Margaret  Talbott  - CDPHE 

Subject:  Fwd:  Gold  King  Update  - PWS  Update  - Animas  Water  Company  and  Glacier 
Club 


Sarah, 


Per  your  request,  I am  forwarding  an  update  below  for  Glacier  Club. 


Heather  Drissel,  P.E.,  CWP 
Unit  Manager,  Field  Unit  II 

WQCD  Field  Services  Section 


P 719.295.5070  | F 719.543.8441 

140  Central  Main,  Suite  300,  Pueblo,  CO  81003 
heather.drissel@state.co.us  | www.colorado.ciov/pacific/cdphe 

24-hr  Environmental  Release/Incident  Report  Line:  1-877-518-5608 
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Forwarded  message 

From:  Drissel  - CDPHE,  Heather  <heather.drissel@state.co.us> 

Date:  Fri,  Aug  7,  2015  at  12:13  PM 

Subject:  Gold  King  Update  - PWS  Update  - Animas  Water  Company  and  Glacier  Club 
To:  Patrick  Pfaltzgraff  - CDPHE  <patrick.i.pfaltzgraff@state.co.us>.  Greg  Naugle  - 

CDPHE  <greg.naugle@state.co.us>.  David  Kurz  - CDPHE  <David.Kurz@state.co.us>. 

Tyson  Ingels  - CDPHE  <tyson.ingels@state.co.us>.  Ron  Falco  - CDPHE 

<ron.falco@state.co.us>.  Casey  Kay  - CDPHE  <casey.kay@state.co.us>.  Tom  Schaffer  - 
CDPHE  <tom.schaffer@state.co.us>.  Michelle  Thiebaud  - CDPHE 
< m i c h c 1 1 c . lh ieb and s talc . co . us>.  Doug  Jamison  - CDPHE  <doug.jamison@state.co.us>. 
Robert  Cribbs  - CDPHE  <robert.cribbs@,state.co.us>.  David  Dani  - CDPHE 
<david.dani@state.co.us>.  Carol  Keever  - CDPHE  <carol.keever@state.co.us>.  Jennifer 
Robinett  - CDPHE  <jennifer.robinett@state.co.us>.  Kelly  Jacques  - CDPHE 
<kelly.jacques@state.co.us>.  Emily  Clark  - CDPHE  <Emily.Clark@,state.co.us>.  Margaret 
Talbott  - CDPHE  <margaret.talbott@,state.co.us> 


Animas  Water  Company  PWS  Update  (Hermosa.,  CO) 


Rob  Cribbs  spoke  with  John  Ott  at  the  Animas  Water  Company  PWS  (CO  134020)  located 
in  Hermosa,  CO  (North  of  Durango)  along  the  Animas  River.  They  are  a groundwater 
system  that  also  has  an  open  pending  GWUDI  evaluation  underway.  They  reported  that 
they  did  witness  the  impact  to  the  river,  however,  they  also  report  that  the  river  is  now 
clearing  up.  They  have  not  seen  an  impact  to  the  quality  of  their  well  water,  and  understand 
that  there  may  be  a delay  in  impact  depending  on  the  nature  of  the  aquifer  and  time  of  travel 
to  the  wells.  They  are  closely  monitoring  their  water  quality  and  will  report  any  changes. 


John  Diesendorf  of  the  Animas  Water  Company  also  noted  that  bank  to  bank  yellow  water 
in  the  river  was  observed  for  approximately  3 hours  the  day  before  the  spill  was  reported. 
A written  statement  from  Mr.  Diesendorf  was  requested  by  Rob  Cribbs  and  will  be 
forwarded  upon  receipt. 


Glacier  Club  PWS  Update  (Tamarron  - north  of  Hermosa,  CO) 


Rob  Cribbs  also  spoke  with  Bill  Krolcer  of  the  Glacier  Club  PWS  (CO  134840)  today.  Upon 
our  original  notification  call,  they  closed  their  SWTP  intakes  and  the  headgate  for  irrigation 
water  to  the  golf  course.  There  was  no  impact  to  the  SWTP.  They  still  have  the  intake  and 
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headgate  closed  and  will  do  another  observation  at  the  river  today.  They  have  substantial 
finished  water  storage  that  they  are  using  to  keep  the  distribution  system  pressurized.  A 
staff  member  at  the  PWS  also  noticed  yellow  water  in  the  river  on  August  4th.  A written 
statement  about  that  observation  was  requested  by  Rob  Cribbs  and  will  be  forwarded  upon 
receipt.  The  PWS  will  wait  until  the  river  clears  before  opening  up  the  intake  again.  They 
will  call  if  there  are  any  upsets  or  events  that  they  need  assistance  with. 


Heather  Drissel,  P.E.,  CWP 
Unit  Manager,  Field  Unit  II 

WQCD  Field  Services  Section 


P 719.295.5070  | F 719.543.8441 

140  Central  Main,  Suite  300,  Pueblo,  CO  81003 
heather.drissel@state.co.us  | www.colorado.gov/pacific/cdphe 

24-hr  Environmental  Release/Incident  Report  Line:  1-877-518-5608 


Ron  Falco,  P.E. 

Safe  Drinking  Water  Program  Manager 


4300  Cherry  Creek  Drive  South,  Denver,  CO  80246 
ron.falco@state.co.us  | www.colorado.gov/cdphe 

24-hr  Environmental  Release/Incident  Report  Line:  1.877.518.5608 
Total  Coliform  Positive:  303.692.3308 
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